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Location: 


The Volta Electro-hotor Plant is located in the northwest part of Tallinn 
(79-25N, 24-45E), Estonian SSR, immediately north of the Franz Krull 
Machine Factory. 


Plant Installations: 


According to Soviet statements, the plant was built about 1900 and was about 
20 percent, damaged in World WarTII. The destroyed buildings were recon- 
structed after the war. By autumn of 1946 the construction of a new foundrv 
was almost finished and the bare structure of an administration building 

was ¢ompleted. The plant area was cleared from a chocolate factory and 

a spinning mill and the vacant buildings were transferred to the plant. 

A railroad connection was available. Power was supplied by the Tallinn 
power plant, For plant layout see Annex. 


Work Force: 


About 500 laborers and 100 PWs were working one main shift and two 
secondary shifts. ; Soctment No. 


Production: NO CHANGE Ar 
* DECLASS: 


Various types of electro-metors. Class. 6 A 


Date: 
a. This is the first recent information on the Volta Factory a 


b. The location is correct. The plent is shown on the Tallinn town plan 
issue March 1941. The Franz Krull hachine Plant was reported twice 
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c. The attached plant layout needs confirmation. 


Attachment: Volta Flant for Electro~kotors in Tallinn 


; TROL. Us 
DISTRIBUTION 


